ST.  MICHAEL'S 
RUSSIAN  ORTHODOX  CATHEDRAL 
SITKA,  ALASKA  99835 

National  historic  site.  Built  1844  -  restored 
1976.  The  first  Eastern  Orthodox  Cathedral  in 
the  New  World. 
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Mike  Roberts  Color  Productions 
Oakland,  CA  94623 


